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ENGINEERING DOCTORATE 
NOW OFFERED AT WAYNE 


Approval of a Doctor of Philosophy program in chemical and 
metallurgical engineering was given by Wayne State University’s 
Board of Governors at its February meeting. 

Under study for a number of years, the program initially will be 
limited to key younger men who are combining instruction and work 
on their Ph.D. degrees. At first the total number will not exceed six 
in chemical and four in metallurgical engineering. 
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